Russia, Arihant in Jain religion etc .are all auspicious signs.

The mysterious energy or power of these auspicious
signs can be measured in units, The machine which can mea-
sure it, is known as Bovimeter. Lobe Antonnn or Lattice Antenna
are some other instrument with which the energy obtained from
mysterious powers can be measured, German scientist Unrst
Hartmann invented this machine, The auspicious energy of the
Swastic Sign from the Hindu religion is one lac bovis, the *ft sign
has the energy power of seventy thousand hovis. The} energy
level of the cross sign in Christianity is eleven thousand bovis.
The auspicious Russian Sign Key has an energy level of nine
thousand bovis, The energy level of Aiihant uign is Sixty one thou
sand bovis. In every house these auspicious signs are present in
the shrine according to their religion and belief,

This results in the overall increase of the auspicious en
ergy in the house. The presence of auspicious energy         the
head of the family.